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SUBJECT:EXPORT OF LASER SYSTEM TO CZECHOSLOVAKIA IL 1522 
REF: BEWT CASE NO. 1 70 1 8 1 ( MOLECTRON CORP.) 

1) THE UNITED STATES DELEGATION IS REQUESTED TO SUBMIT THE 
FOLLOWING URGENCY EXCEPTION CASE PURSUANT TO COCOM DOC. 
REG. (73)3. PARAGRAPH 4(B): 

2) THE UNITED STATES AUTHORITIES HAVE BEEN ASKED TO AP- 
PROVE THE EXPORT TO CZECHOSLOVAKIA OF THE FOLLOWING EQUIP- 
MENT WITH A TOTAL VALUE OF 47,410 DOLLARS AND COVERED BY 

IL 1522: 

1 MODEL UV 400 NITROGEN LASER 
1 MODEL DL 200 DYE LASER SYSTEM 
1 MODEL DL 040A SCAN CONTROL FOR GRATING 
1 MODEL DL 055 MAGNETICALLY STIRRED DYE CELL 
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1 MODEL DL 070 FREQUENCY DOUBLER 
1 MODEL DL 080 AR COATED LINEAR POLARIZER 
1 MODEL J3-05DW JOULEMETER W/DIFFUSER WINDOW 

1 MODEL 2010 LASER SPECTROSCOPY DETECTOR SYSTEM 

2 MODEL 141 PIN DIODE DETECTOR/PREAMP 

1 MODEL 18101 EXTENDER CABLE FOR BIN POWER SUPPLY 
1 MODEL 181 12 COAXIAL CABLE PACKAGE 
1 MODEL LP143 PHOTOMULTIPLIER PREAMPLIFIER 

3) THIS EQUIPMENT IS CONSIGNED TO INSTITUTE OF PHYSICS, 
CZECHOSLOVAK ACADEMY OF SCIENCES NA SLO VANCE 2, 180 40 
PRAGUE 8, WHERE IT WILL BE USED FOR RESEARCH PURPOSES; I. 

E„ DIFFERENTIAL ABSORPTION MEASUREMENT, STUDY OF LUMI- 
NESCENT PROPERTIES AT HIGH INTENSITY OF EXCITATION, DECAY 
TIME MEASUREMENTS, RAMAN SPECTROSCOPY, AND AIR POLLUTION 
MEASUREMENTS. 

4) BROCHURES DESCRIBING THE SUBJECT EQUIPMENT HAVE BEEN 
DEPOSITED WITH THE SECRETARIAT. 

5) THE UNITED STATES AUTHORITIES CONSIDER THIS EXPORT 
REASONABLE AND APPROPRIATE FOR THE STATED END USE, AND 
WOULD APPRECIATE THE VIEWS OF MEMBER GOVERNMENTS. URGENCY 
PROCEDURE IS INVOKED INASMUCH AS US APPLICANT WILL LOSE 
ORDER IF EXPORT AUTHORIZATION NOT RECEIVED BY DEC. 19, 

1975. 

6) FYI -BROCHURES AIRMAILED FROM COMMERCE ON 1 1/19/75. 

END FYI KISSINGER 
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